CONGREGATIONAL  CHURCH 
Tolland,  Connecticut 
250th  Anniversary,  Tolland,  Connecticut 
1715-1965 

The  present  Congregational  Church  on  the  Tol- 
land Green  was  built  in  1838.  Two  prior  Congre- 
gational Church  structures  in  the  town  had  been 
built  in  1723  and  1755. 
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